4920 The Cat These bricks has been changed 
because of, that the element has 
changed. It is now a 1X2 Roof stone 
and a 1x1 generic stone. 










Front 


| am sorry about this one. It is our fault. The light gray dement has changed, and therefore also how 
the front looks. 


